Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Text 


UNCLASSIFIED 
PAGE 01 STATE 056777 
12 

ORIGIN AEC-11 

INFO OCT-01 10-14 ISO-OO SCI-06 ACDA-19 CIAE-00 INR-10 
L-03 NSAE-00 NSC-07 RSC-01 FEA-02 /074 R 
66651 

DRAFTED BY: USAEC:DRGL:JDLAFLEUR,JR. 

APPROVED BY: SCI-HDBREWSTER 
IISAF,C:TP:DIR: ASFRTF.DMAN 
IO/SCT-FJGALANTO 

043543 

R 212018Z MAR 74 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 056777 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA 
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1. IN SUPPORT OF AGENCY OBJECTIVES OF TRAINING AND 
TECHNICAL ASSISTANCE TO NATIONS STARTING NUCLEAR POWER 
PROGRAMS, AND AS PART OF AEC RECOMMENDATIONS OF AGENCY 
TRAINING PROGRAM FOR 1975, AEC REGULATION PROPOSES TO 
CO-SPONSOR WITH IAEA A 2-WEEK TRAINING COURSE IN METHODS 
AND TECHNICAL BASES OF NUCLEAR ENERGY REGULATION, TO BE 
HELD IN BETHESDA DURING THE FIRST HALF OF CY 1975. THIS 
COURSE WAS PROPOSED IN PARAGRAPH l.A. OF REFTEL. 

2. AEC WOULD PROVIDE ABOUT ONE-HALF OF THE INSTRUCTION 

AND WOULD FURNISH CLASSROOM FACILITIES AND SUPPORT IN PRINTING 
STUDENT HANDOUTS AND ADMINISTRATIVE MANAGEMENT OF THE 
TRAINING. AGENCY WOULD ASSIST IN PLANNING, WOULD SPONSOR 
COSTS OF TRAVEL AND SUBSISTENCE OF PARTICIPANTS FROM LDC'S 
AND WOULD PAY COSTS FOR REMAINING INSTRUCTORS, WHO WOULD BE 
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STAFF. ABOUT 30 STUDENTS COULD BE HANDLED COMFORTABLY. 

3. THIS COURSE WOULD BE THE FIRST OF AN AUGMENTED 

AGENCY PROGRAM IN THIS SUBJECT AREA, AND THE AGENCY WOULD BE 
BE EXPECTED TO CARRY OUT A LARGER SHARE OF THIS TRAINING 
EFFORT IN PRACTICAL NUCLEAR SAFETY POLICY AND TECHNIQUES 
DURING FUTURE YEARS. 

4. PLEASE DISCUSS THIS MATTER WITH AGENCY OFFICIALS, STRESS- 
ING THE URGENT NEED FOR AGENCY ACTION IN THIS AREA, AND 
ADVISE. KISSINGER 
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